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ANNOUNCEMENT 

TO THE PUBLIC 

T HE ELECTRIC LIGHTING FIXTLIRES shown on the succeeding 
pages are all manufactured in our own shop by competent and ex- 
perienced workmen. 

The material used in their construction are only the best that we 
can obtain for this purpose and we have spared no expense in endeavoring 
to get the best results and to manufacture a lighting fixture that will 
last forever and be a credit to our shop as well as to enhance the beauty of 
the background against which it is placed. 

We do not hesitate to guarantee them both as to material and work- 
manship and wish to impress the reader with this fact, that the buyer 
must be satisfied regardless of the cost to us. 

WE MANUFACTURE THESE FIXTURES IN ALL DIFFERENT 
STYLES AND FINISHES SO THAT ANY DESIGN WHICH YOU MAY 
WISH OR DECORATION WHICH YOU MAY WISH TO MATCH CAN 
BE OBTAINED IN OUR SHOP ON SHORT NOTICE. 

We further want to call your attention to the fact that we specialize 
in lighting fixtures for churches and any public buildings and employ 
artists and designers who can readily produce fixtures of design and 
coloring to harmonize with the interior decorations. 

Regarding prices — we have figured the costs very closely and owing 
to the modern and up to the minute facilities of our factory and also to 
the large number that we manufacture we have been able to reduce the 
costs very considerably. We have added ONLY ONE SMALL MARGIN 
OF PROFIT, and all we ask is that you visit our show rooms and con- 
vince yourselves that you can do no better than to place your order with 
us for anything that you may need in this line. 

We wish to assure you that we will appreciate any business that 
you may see fit to give us and will do our best to please you. 

We furnish these fixtures finished or unfinished and will quote you 
prices in large or small quantities, installed or not installed, whichever 
way you may wish. 

We will be pleased to have you call at our show rooms or telephone 
us and our representative will call and give you any information you 
may desire. 

Very truly, 

Frank Poznanski, Inc. 

Telephone Orchard 7537 255 23rd Avenue, 

Milwaukee, Wis. 


ONE BLOCK WEST OF MITCHELL PARK 
SEE OUR SIGN FROM THE VIADUCT 
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No. 100 — As illustrated. 

No. 100-A— No candles. <SEE SHEET ATTACHED TO COVER FOR DESCRIPTION) 

No. 100-B— Lights reversed, PRICE FURNISHED ON APPLICATION 

no candles. 
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No. 101 As illustrated. (SEE SHEET ATTACHED TO COVER FOR DESCRIPTION) 

No. 101-A— Without candles. PRICE FURNISHED ON APPLICATION 
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No. 102 — As illustrated. 

No. 102-A — No candles. 

No. 102-B — Not suspended, 
lights reversed. 

Bracket No. A-102 — As illustrated. 
Bracket No. B-102 — No candles. 


(SEE SHEET ATTACHED TO COVET* FOR DESCRIPTION) 
PRICE FURNISHED ON APPLICATION 
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No. 103 —As illustrated. No. 103-B— Not suspended, (SEE SHEET ATTACHED TO COVER FOR DESCRIPTION) 
No. 103-A— No candles. lights reversed. PRICE FURNISHED ON APPLICATION 

6 ] 


No. 104 — As illustrated. 

(SEE SHEET ATTACHED TO COVER FOR DESCRIPTION) 


No. 104-A — No candles. 

PRICE FURNISHED ON APPLICATION 



No. 105 — As illustrated. 

No. 105-A — No candles. 

No. 105-B — Lights reversed, 
not suspended. 


.. 


(SEE SHEET ATTACHED TO COVER FOR DESCRIPTION) 
PRICE FURNISHED ON APPLICATION 
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No. 106 —As illustrated. (SEE SHEET ATTACHED TO COYER FOR DESCRIPTION) 

No. 106-A— No candles. PRICE FURNISHED ON APPLICATION 


[9 



No. 107 — As illustrated. 


No. 107- A— No candles. PRICE FURNISHED ON APPLICATION 

(SEE SHEET ATTACHED TO COVER FOR DESCRIPTION) 



No. 108 —As illustrated. No. 108-B— Not suspended, (SEE SHEET ATTACHED TO COVER FOR DESCRIPTION) 
No. 108-A— No candles. lights below. PRICE FURNISHED ON APPLICATION 
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No. 109 — As illustrated. 

No. 109-A — Not suspended. 
No. 109-B — Not suspended, 
no husks. 


(SEE SHEET ATTACHED TO COVER FOR DESCRIPTION) 
PRICE FURNISHED ON APPLICATION 
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No. 110 — As illustrated. 

No. 110-A — No candles. 


(SEE SHEET ATTACHED TO COVER FOR DESCRIPTION) 
PRICE FURNISHED ON APPLICATION 
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No. Ill — As illustrated. 

No. Ill -A — Without husks, 
lights inside. 

No. 111-B — Not suspended. 

No. 111-C — Not suspended, no 

husks, light indirect 
through glass bottom. 


(SEE SHEET ATTACHED TO COVER FOR DESCRIPTION) 
PRICE FURNISHED ON APPLICATION 
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No. 112 — As illustrated. 

No. 112-A — 8 lights at projecting 
points. 


(SEE SHEET ATTACHED TO COVER FOR DESCRIPTION) 
PRICE FURNISHED ON APPLICATION 
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No. 113 — As illustrated. 

No. 113-A— No candles. (SEE SHEET ATTACHED TO COVER FOR DESCRIPTION) 

No. 113-B — 8 lights below only, PRICE FURNISHED ON APPLICATION 

at projecting points. 
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No. 114 — As illustrated. 

(SEE SHEET ATTACHED TO COVER FOR DESCRIPTION) 


No. 114- A — No candles. 

PRICE FURNISHED ON APPLICATION 
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— 5 Light — 

No. 115 — As illustrated. 

No. 115-A — With husks. 

— 4 or 5 Light — 

No. 116 — As illustrated. 

No. 116-A — With husks. 

No. 116-B — Without center light. 


(SEE SHEET ATTACHED TO COVER FOR DESCRIPTION) 
PRICE FURNISHED ON APPLICATION 
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No. 117 — As illustrated. 

No. 117-A — With husks. 


No. 118 — As illustrated. 

No. 118-A — Without husks. 


(SEE SHEET ATTACHED TO COVER FOR DESCRIPTION) 
PRICE FURNISHED ON APPLICATION 


(SEE SHEET ATTACHED TO COVER FOR DESCRIPTION) 
PRICE FURNISHED ON APPLICATION 


— 2 Light — 

No. 119 — As illustrated. 
No. 11 9- A — 4 light. 



— Torcheire — (SEE SHEET ATTACHED TO COVER FOR DESCRIPTION) 

No. 120 —As illustrated. PRICE FURNISHED ON APPLICATION 

No. 120-A — Plain top. 
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(SEE SHEET ATTACHED TO COVER FOR DESCRIPTION) 
PRICE FURNISHED ON APPLICATION 


No. 121 — As illustrated. 

No. 121-A — With 5 lights. 



No. 122 — As illustrated. 


(SEE SHEET ATTACHED TO COVER FOR DESCRIPTION) 


No. 122- A — With candles, above. 


No. 122-B — Light reversed. 


PRICE FURNISHED ON APPLICATION 
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— 5 Light — 

No. 123 — As illustrated. 

No. 123- A — With husks. 


(SEE SHEET ATTACHED TO COVER FOR DESCRIPTION) 
PRICE FURNISHED ON APPLICATION 


► 
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No. 124 — As illustrated. 

No. 124- A — With husks. 


(SEE SHEET ATTACHED TO COVER FOR DESCRIPTION) 
PRICE FURNISHED ON APPLICATION 
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— 8 or 9 Light — 

No. 125 — As illustrated. 

No. 125- A — No husks. 

No. 125-B — 8 lights, no husks. 


(SEE SHEET ATTACHED TO COVER FOR DESCRIPTION) 
PRICE FURNISHED ON APPLICATION 
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(SEE SHEET ATTACHED TO COVER FOR DESCRIPTION) 
PRICE FURNISHED ON APPLICATION 
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No. 126 — As illustrated. 

No. 126-A — Without husks. 


No. 126-B — Not suspended, 
no husks. 
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No. 200 No. 203 

No. 201 No. 204 

No. 202 No. 205 
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(SEE SHEET ATTACHED TO COVER FOR DESCRIPTION) 
PRICE FURNISHED ON APPLICATION 
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No. 206 
No. 207 
No. 208 


No. 209 


No. 210 
No. 211 
No. 212 


(SEE SHEET ATTACHED TO COVER FOR DESCRIPTION) 
PRICE FURNISHED ON APPLICATION 
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— Bracket or Wall Lights — 
No. 300 No. 302 No. 304 

No. 301 No. 303 No. 305 


(SEE SHEET ATTACHED TO COVER FOR DESCRIPTION) 
PRICE FURNISHED ON APPLICATION 
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